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Review’ Staff: 1@ 0028/1 
8 January 1976 


Mr. A. Searle Field 

Staff Director 
Select Committee on Intelligence 
House of Representatives 
Washington, D.C. 20515 


Attention: Ms. Sheketoff 


Dear Mr. Field: 


Reference is made to Ms. Sheketoff's* letter of 
‘7 January 1976. ae 


Please refer to Review Staff letter 75-3441/1, 


dated 3 December 1975, and addressed to ou, for a ) 
complete employment record of peed 25X1A 


Sincerely, | 
t 


= 2 25X1A 
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